SE4EO 
Baystate Medical Center Organizational Level 
Nursing Professional Board Certification 
Targeted Goal for Improvement 
40% 


30% 


Percentage Nurses with Professional 
Board Certification 


Baseline, FY 2021 Year 1, FY 2022 Year 2, FY 2023 
a Organization Certificatiogho, 25.40% 28.00% 30.10% 
Achieved 
m Organization Targeted Goal " R 
Increase (Yr 1: 1%; Yr 2: 0.5%) 23:63% 28.14% 


“Note: Baystate Medical Center's Fiscal Year is Oct-Sep. 


(Evidence SE4EO-1, Baystate Medical Center Organizational Level Nursing 
Professional Board Certification, Targeted Goal for Improvement) 


